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Land  Disposal  Restrictions  Changes  to  Ontario's  Hazardous  Waste 

Regulation 

OVERVIEW 

Regulation  347  (Reg.  347)  of  the  Revised  Regulations  of  Ontario,  1990,  made  under  the 
Environmental  Protection  Act  (EPA),  was  amended  in  2005  to  establish  a  land  disposal 
restrictions  (LDR)  program  in  Ontario.  Under  these  rules,  listed  and  characteristic 
hazardous  wastes  that  are  to  be  land  disposed  must  be  treated  to  meet  prescribed  treatment 
requirements  prior  to  land  disposal. 

This  fact  sheet  provides  a  brief  high  level  overview  of  the  major  changes  in  management 
requirements  for  hazardous  wastes  under  the  LDR  program.  Additional  details  can  be 
found  in  the  Ministry's  Registration  Guidance  Manual  for  Generators  of  Liquid  Industrial 
and  Hazardous  Waste  ("Manual",),  LDR  Handbook  and  other  fact  sheets. 

This  fact  sheet  only  addresses  LDR  treatment,  reporting  and  notification  requirements 
under  Reg.  347.  All  other  requirements  under  Reg.  347  that  may  be  applicable  to  the 
management  of  these  wastes  (e.g.,  registration,  manifesting,  storage,  and  record 
keeping)  also  apply,  including  any  requirements  that  are  in  a  Certificate  of  Approval 
(CofA)  held  by  the  generator,  carrier,  waste  receiver  or  land  disposal  site. 


The  LDR  Program 

The  LDR  program  establishes  treatment  requirements  for  hazardous  wastes  that  will  be 
land  disposed,  including  both  generated  wastes  and  residuals  from  the  processing  of  these 
wastes.  Listed  and  characteristic  hazardous  wastes  with  a  primary  characterization  of 
severely  toxic  waste  (S),  acute  hazardous  waste  chemical  (A),  hazardous  waste  chemical 
(B),  hazardous  industrial  waste  (H),  corrosive  waste  (C),  ignitable  waste  (I),  reactive 
waste  (R),  or  leachate  toxic  waste  (T)  must  now  be  treated  to  meet  their  waste  specific 
treatment  requirements  before  they  can  be  land  disposed.  Land  disposal,  as  defined  in 
Section  1(1)  of  Reg.  347,  includes  activities  such  as  the  disposal  of  wastes  at  a  dump,  a 
landfill,  or  landfarm  and  the  discharge  of  wastes  into  a  geological  formation  (i.e.,  deep 
well  disposal). 
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The  LDR  program  also  includes  a  number  of  regulatory  changes  that  deal  with  the  generator 
registration  and  notification  requirements,  the  storage,  mixing  (including  blending,  bulking  or 
intermingling)  and  processing  requirements  and  the  development  and  implementation  of  waste 
analysis  plans.  These  requirements  have  been  phased-in  over  time. 

A  brief  description  of  the  LDR  requirements  and  when  they  take  effect  is  provided  in  this  fact 
sheet.  Further  details  can  be  found  in  the  fact  sheet  -  Phase-in  Dates  of  Land  Disposal 
Restrictions  Requirements. 

Once  a  generator  has  determined  all  of  the  characteristics  for  a  waste  and  has  determined  that  it  is 
subject  to  generator  registration  requirements,  the  generator  must  determine  if  additional 
information  is  required  for  LDR  purposes.  During  the  generator  registration  process,  all  listed 
and  characteristic  hazardous  wastes  must  be  assessed  to  determine  if  the  land  disposal  treatment 
and  reporting  requirements  are  applicable  and  whether  the  receiver  of  the  waste  needs  to  be 
notified  of  the  additional  information. 

Listed  or  characteristic  hazardous  wastes  are  not  required  to  meet  the  LDR  treatment  and 
notification  requirements  provided  that  all  of  the  waste  is  managed  as  described  below: 

•  Treated  and  discharged  to  surface  water,  sewer  or  other  facility  approved  under  the  Ontario 
Water  Resources  Act  (OWRA), 

•  Sent  to  a  recycling  facility  that  appears  on  the  Ministry's  HWIN  List  of  Recycling  Facilities 
on  the  HWIN  website  (https://www.hwin.ca/hwin/oda/recyclers.jsp)  for  recovery  of 
material  from  the  waste, 

•  Disposed  of  at  an  approved  incineration  facility,  or 

•  Disposed  of  at  a  waste-derived  fuel  site. 

The  waste  must  be  shipped  directly  to  these  facilities  or  shipped  to  these  facilities  without  being 
first  processed  at  another  off-site  facility.  (Note:  The  waste  may  be  bulked  at  another  off-site 
facility  with  other  like  wastes  that  are  also  destined  and  managed  at  the  same  facilities  listed 
above  but  may  not  be  mixed,  blended,  bulked  or  otherwise  intermingled  with  any  other  waste  or 
material.) 

Residuals  from  the  management  methods  listed  above  may  be  subject  to  the  LDR  requirements  at 
the  new  point  of  generation. 

Hazardous  wastes  shipped  out  of  province  are  subject  to  the  LDR  notification  requirements  unless 
they  are  sent  directly  to,  or  only  bulked  with  like  wastes  at  another  off-site  facility,  prior  to  receipt 
at  a  recycling  facility  on  the  HWIN  List  of  Recycling  Facilities. 

The  program  also  includes  exceptions  to  the  treatment  requirements  through  special  provisions 
for  small  quantity  generators  (SQG),  municipal  hazardous  or  special  waste  (MHSW)  depots  and 
through  variances.  These  are  briefly  described  below  in  this  fact  sheet. 


Summary  of  the  Changes  to  the  Regulation 

Generator  Registration  Process  (Section  18  of  Reg.  347) 

Determining  Waste  Characterizations  of  Hazardous  Waste 

The  generator  registration  process  has  always  required  generators  to  identify  all  of  the 
characterizations  for  a  particular  waste.  The  generator  must  determine  the  appropriate  primary 
waste  class  (e.g.,  211  for  aromatic  solvents  and  residuals)  and  primary  waste  characterization 
(e.g.,  H  for  hazardous  industrial  waste)  for  waste  registration  and  manifesting  purposes.  The 
generator  must  identify  all  additional  waste  characterizations  (e.g.,  T  if  the  waste  is  also  leachate 
toxic)  for  registration  purposes.  These  characterizations  are  also  needed  for  determining  land 
disposal  treatment  requirements. 

Determining  Treatment  Requirements 

Schedules  1,  2  Part  A,  2  Part  B,  3,  5  and  6  lists  the  land  disposal  treatment  requirements  for  both 
aqueous  and  non-aqueous  (as  defined  in  Section  1  (1)  of  Reg.  347)  forms  of  a  hazardous  waste. 
Each  specific  waste  stream  has  a  hazardous  waste  number  and  has  treatment  requirements 
identified  for  each  regulated  constituent  (a  generic  name  or  other  description  listed  in  the 
regulated  constituent  column  of  these  schedules)  in  the  waste  stream.  A  hazardous  waste  number 
is  a  unique  4-digit  code  (a  letter  followed  by  3  numbers)  used  to  identify  individual  listed  and 
characteristic  wastes  in  column  1  of  Schedules  1  through  3  and  5  of  Reg.  347. 

A  separate  Ministry  fact  sheet  -  Characterizing  Hazardous  and  Liquid  Industrial  Wastes,  is 
available  to  provide  further  details  on  the  characterization  process. 

The  generator  will  be  able  to  determine  the  treatment  requirement(s)  for  a  specific  waste  stream 
by: 

•  Determining  the  primary  and  any  additional  secondary  characterizations  for  each  waste 
stream  generated, 

•  Determining  the  regulated  constituent(s)  associated  with  each  characterization, 

•  Identifying,  from  Schedules  1  through  3  and  5,  the  hazardous  waste  number  associated 
with  each  characterization,  and 

•  Identifying,  from  the  schedules,  the  land  disposal  treatment  requirement(s)  for  each 
regulated  constituent  in  the  waste  stream  associated  with  the  hazardous  waste  number. 

For  example,  a  generator  has  a  waste  stream  that  is  determined  to  have  a  primary  characterization 
of  leachate  toxic  (T)  with  barium  as  the  regulated  constituent  that  made  it  hazardous.  Using 
Schedule  5  in  Reg.  347,  the  generator  identifies  the  hazardous  waste  number  as  D005  and 
identifies  the  land  disposal  treatment  requirement  for  barium  (non-aqueous)  to  be  21  mg/1  TCLP 
and  meet  Schedule  6  standards. 

For  most  characteristic  wastes  listed  in  Schedule  5,  the  land  disposal  treatment  requirement  also 
requires  treatment  to  meet  Schedule  6  standards  for  any  regulated  constituent  present  in  the  waste 
that  has  a  concentration  at  or  above  the  treatment  standard  in  Schedule  6.  With  the  exception  of 
alternate  treatment  standards  for  soils,  Schedule  6  treatment  standards  are  effective  December  31, 
2009. 


Note  that  the  land  disposal  treatment  requirements  for  regulated  constituent(s)  for  additional 
waste  characterization(s)  are  applicable  only  if  the  regulated  constituent(s)  are  not  included  under 
the  primary  hazardous  waste  characterization.  Additional  information  on  this  can  be  found  in 
Section  4  of  the  LDR  Handbook. 

Registering  Wastes 

Generators  (including  processors  and  transfer  stations  who  transfer  waste  off-site)  of  listed  and 
characteristic  wastes  must  complete  Part  2A,  including  the  questionnaire  (Declaration  of  Waste 
Streams  subject  to  Land  Disposal  Restrictions)  of  the  Generator  Registration  Report  (GRR)  for 
each  subject  waste  stream.  The  questionnaire  in  Part  2A  will  determine  if  you  must  complete  the 
LDR  Notification  Form  (Part  2B  of  the  GRR)  as  part  of  your  registration.  All  GRR  information 
must  be  kept  current  in  subsequent  registration  years. 

If  a  generator  is  not  aware  of  how  a  waste  is  to  be  managed,  the  waste  should  be  registered  and 
managed  assuming  it  will  be  land  disposed  and  subject  to  the  land  disposal  treatment 
requirements. 

Notification  Requirements  (Section  84  of  Reg.  347) 

Generators  (including  processors  and  transfer  stations  who  transfer  waste  off-site)  of  listed  or 
characteristic  hazardous  wastes  that  are  subject  to  the  LDR  requirements  are  required  to  complete 
Part  2B  (LDR  Notification  Form)  and  must  notify  the  receiver  as  to  whether  the  waste  has  been 
fully  treated,  partially  treated  or  not  treated  to  meet  the  land  disposal  treatment  requirements. 
Each  receiver,  including  transfer  stations,  processing  and  disposal  facilities,  must  receive  the 
Notification  Form  from  the  facility  from  which  the  waste  was  shipped  on  or  before  the  first 
shipment  of  the  waste.  Notifications  must  be  updated  at  each  facility  to  reflect  any  processing 
that  occurs  at  that  facility. 

Part  2B  of  the  GRR,  updated  as  required  after  each  processing  step,  may  be  used  to  meet  LDR 
notification  requirements. 

Storing,  Mixing  (including  blending,  bulking  or  intermingling)  and  Processing 
(Sections  14.0.1, 16(1)5.1, 17.1,  and  17.2  of  Reg.  347) 

Changes  to  Reg.  347  include  how  carriers  (Section  14.0.1),  receivers  (Section  16(1)  5.1)  and 
generators  (Sections  17.1  and  17.2)  may  handle,  store,  mix  or  process  hazardous  wastes.  A 
separate  Ministry  fact  sheet  -  Waste  Storage,  Mixing  and  Processing  Requirements  Effective 
March  31,  2006,  is  available  to  clarify  these  requirements. 

Treatment  Requirements  for  Wastes  Being  Land  Disposed 

Treatment  Requirements  (Sections  75  to  79  of  Reg.  347) 

Sections  75  to  79  of  Reg.  347  define  land  disposal  treatment  requirements  for  hazardous  listed 
wastes  (S,  A,  B,  and  H)  and  hazardous  characteristic  wastes  (I,  C,  R  and  T),  respectively.  These 
wastes  must  meet  the  treatment  requirements  prior  to  land  disposal.  The  land  disposal  treatment 
requirements  are  defined  in  Schedules  1,  2  Part  A,  2  Part  B,  3,  5  and  6  of  Reg.  347  and  are 
specified  as  either  concentration-based  numerical  levels  or  as  specified  treatment  methods 
(treatment  code). 


If  the  land  disposal  treatment  requirement  is  a  numerical  standard  (concentration-limit),  any 
treatment  technology  may  be  used  to  treat  the  waste  to  below  that  numerical  standard.  If  the  land 
disposal  treatment  requirement  is  a  treatment  method  defined  by  a  treatment  code  (e.g.  WETOX 
for  wet  air  oxidation)  the  specific  technology  or  combination  of  technologies  must  be  used. 
Schedule  7  of  Reg.  347  provides  a  description  of  the  treatment  methods  and  standards  associated 
with  each  treatment  code. 

A  hazardous  waste  cannot  be  land  disposed  unless  it  meets  the  land  disposal  treatment 
requirements  for  the  waste.  For  practical  purposes,  this  requires  treatment  for  all  regulated 
constituents  that  are  at  or  above  the  concentration  limit  or  by  the  treatment  method  that  are 
outlined  in  the  land  disposal  treatment  requirement. 

Alternate  Treatment  Standards  for  Soils  (Section  82  of  Reg.  347) 

Generators  of  soil  that  is  hazardous  waste  and  subject  to  the  requirements  in  Sections  75  to  79  of 
Reg.  347  can  choose  to  meet  the  land  disposal  treatment  requirements  in  the  Schedules  or  the 
alternate  treatment  standards  in  Section  82  of  Reg.  347  that  require  soils  to  be  treated  to  remove 
the  hazardous  characteristics  of  ignitability,  corrosivity,  and  reactivity.  For  leachate  toxic  wastes, 
treatment  is  also  required  to  reduce  concentrations  of  all  regulated  constituents  listed  in  Schedule 
6  to  not  more  than  10%  of  the  concentration  of  the  regulated  constituent  before  treatment  (i.e. 
90%  reduction  in  the  concentration  of  the  regulated  constituent)  OR  to  reduce  the  concentration 
of  the  regulated  constituent  after  treatment  to  less  than  10  times  the  concentration  of  the  treatment 
standard  in  Schedule  6. 

Alternate  treatment  standards  for  soil  become  effective  on  the  same  day  that  Sections  75  to  79  of 
Reg.  347  come  into  effect  for  the  listed  or  characteristic  waste  for  which  the  soil  is  characterized. 

Alternate  Treatment  Standards  for  Debris  (Section  83  of  Reg.  347) 

Generators  of  debris  that  is  hazardous  waste  and  subject  to  the  requirements  in  Sections  75  to  79 
of  Reg.  347  can  alternately  choose  to  meet  technology-based  treatment  standards  defined  in 
Schedule  8  of  Reg.  347  (Alternative  Treatment  for  Hazardous  Debris).  Schedule  8  lists  the 
technologies  that  may  be  used,  the  standards  for  each  debris  type,  and  any  restrictions  on  the  use 
of  the  technology  based  on  the  contaminant  being  treated. 

Alternate  treatment  standards  for  debris  become  effective  on  the  same  day  that  Sections  75  to  79 
of  Reg.  347  come  into  effect  for  the  listed  or  characteristic  waste  for  which  the  debris  is 
characterized. 

Waste  Analysis  Plans  (WAPs)  for  Hazardous  Waste  Processors  (Section  85  of  Reg.  347) 

Any  generator  or  receiver  that  processes  hazardous  wastes  to  meet  the  requirements  in  Sections 
75  to  79,  82  or  83  of  Reg.  347  must  develop  and  follow  a  written  waste  analysis  plan  (WAP)  for 
testing  the  waste  as  soon  as  the  waste  becomes  subject  to  the  LDR  treatment  requirements  (i.e., 
August  31,  2007  or  December  31,  2009). 


WAPs  are  required  to  ensure  that  chemical  analysis  is  conducted  to  demonstrate  that  wastes  have 
been  treated  to  meet  LDR  requirements.  The  WAP  must  describe  the  treatment  method  used  to 
comply  with  the  LDR  requirements,  and  must  include  the  following: 

•  Requirements  for  regular  and  detailed  chemical  and  physical  testing  of  representative 
samples  of  the  waste  that  the  site  treats, 

•  Requirements  to  ensure  that  the  testing  will  provide  all  information  necessary  to  treat  the 
waste  in  accordance  with  the  land  disposal  treatment  requirements,  and 

•  The  frequency  with  which  testing  will  be  conducted. 

WAPs  are  required  for  all  hazardous  wastes  processed  on-site  that  are  affected  by  the  LDR 
requirements,  whether  they  are  subsequently  disposed  of  on-site  or  off-site  and  whether  the 
treated  waste  or  residual  resulting  from  the  processing  is  a  subject  waste  or  not. 

Exemptions  and  Variances 

Small  Quantity  Generators  (SQG)  (Section  80  of  Reg.  347) 

Generators  who  produce  a  total  of  less  than  100  kg  of  hazardous  industrial  waste  (H),  hazardous 
waste  chemical  (B)  and  hazardous  characteristic  waste  (I,  C,  R,  or  T)  in  any  month  are  referred  to 
as  small  quantity  generators.  These  generators  do  not  need  to  meet  the  land  disposal  treatment 
requirements  for  these  wastes  before  land  disposal  if  the  generator  places  the  waste  into  a  sealed 
container  that:  weighs  up  to  250  kg,  including  the  weight  of  the  container;  complies  with  the 
requirements  of  the  Manual;  and,  bears  a  signed  certificate  with  prescribed  information.    The 
waste  in  the  container  must  have  been  generated  at  the  waste  generation  facility  and  not  mixed 
with  other  waste  or  material. 

The  registration  requirements  of  Section  18  of  Reg.  347  apply  to  the  wastes  generated  by  a  SQG; 
however,  Section  84  of  Reg.  347  (LDR  notification  requirements)  does  not  apply,  as  the  container 
certificate  provides  this  notification. 

Section  80  of  Reg.  347  does  not  apply  to  generators  of  severely  toxic  wastes  (S)  and  acute 
hazardous  waste  chemicals  (A);  these  types  of  wastes  must  always  be  treated  to  meet  the  land 
disposal  treatment  requirements  before  land  disposed. 

Municipal  Hazardous  or  Special  Waste  (MHSW)  Depots  (Section  81  of  Reg.  347) 
Depots  that  collect  municipal  hazardous  or  special  wastes  (MHSW),  commonly  referred  to  as 
household  hazardous  waste  (HHW),  from  individual  residents  or,  if  approved,  wastes  from 
generators  in  quantities  that  meet  the  small  quantity  exemptions  in  the  various  hazardous  waste 
definitions  in  Section  1(1)  of  Reg.  347  are  not  required  to  have  these  wastes  treated  to  meet  the 
treatment  requirements  before  land  disposal.  The  MHSW  depot  may  appropriately  bulk  and 
dispose  of  these  wastes  at  an  approved  hazardous  waste  facility  without  meeting  the  LDR 
treatment  and  notification  requirements,  provided  the  waste  is  not  processed  or  disposed  of  on- 
site. 

There  is  an  obligation  for  the  owner/operator  of  the  MHSW  Depot  to  demonstrate  at  all  times  that 
the  provisions  of  Section  81  of  Reg.  347  apply  to  the  waste  received  at  the  facility. 


Variances  (Sections  75(3),  76(3),  77(3),  78(3),  and  79(5)  of  Reg.  347) 

In  special  circumstances,  such  as  when  an  applicable  land  disposal  treatment  requirement  for  a 
particular  waste  is  unachievable  or  inappropriate,  meeting  a  specified  land  disposal  treatment 
requirement  may  not  be  possible.  Flexibility  may  be  available  for  these  situations  through  a 
variance  in  the  application  of  a  land  disposal  treatment  requirement.  Specific  variances  to  a  land 
disposal  treatment  requirement  could  be  obtained  through  a  Director's  letter  of  equivalent 
treatment,  certificates  of  approval  issued  on  a  case-by-case  basis  or  through  future  amendments  to 
the  regulation,  if  warranted. 

A  capacity  variance  was  implemented  through  the  phase-in  Schedules  in  Reg.  347  for  numerical 
standards  (concentration  limits)  and  treatment  methods  (treatment  code).  This  was  done  to 
provide  time  for  the  regulated  community  to  prepare  for  the  land  disposal  treatment  requirements 
and  provide  the  waste  management  industry  time  to  respond  to  Ontario's  increased  demand  for 
processing  capacity.  Hazardous  wastes  that  are  to  be  land  disposed  must  meet  the  land  disposal 
treatment  requirements  once  they  take  effect. 

The  types  of  variances  that  may  be  available  include: 

•  Case-by-case  extension  to  an  effective  date  -  This  variance  may  be  considered  when  the 
land  disposal  treatment  requirement  is  either  a  specific  technology  method  or  a  numerical 
standard.  The  variance  could  address  situations  where  a  facility  capable  of  treating  or 
disposing  of  certain  types  of  hazardous  waste  to  meet  the  land  disposal  treatment 
requirements  is  not  quite  ready  to  treat  these  hazardous  wastes.  The  variance  would  allow 
for  alternative  treatment  requirements  for  a  limited  time  period  following  the  phase-in 
date  for  a  specific  waste  stream,  at  a  waste  generation  facility,  or  a  processing  facility. 

•  Variance  from  a  treatment  requirement  -  This  variance  may  be  considered  when  the  land 
disposal  treatment  requirement  is  either  a  specific  technology  method  or  a  numerical 
standard.  The  variance  would  typically  deal  with  wastes  that  are  different  than  the  waste 
used  to  set  the  land  disposal  treatment  requirement  and  would  apply  for  a  specific  waste 
stream  at  a  waste  generation  facility. 

•  Equivalent  treatment  method  -  This  variance  may  be  considered  when  the  land  disposal 
treatment  requirement  is  a  specific  technology  method.  The  variance  allows  for  the  use  of 
another  type  of  technology  if  that  technology  provides  an  equivalent  level  of  treatment  to 
the  technology  listed  in  the  regulation. 

A  waste  that  has  been  provided  a  specific  variance  can  be  land  disposed  provided  that  it  is  treated 
in  accordance  with  the  variance.  Also,  the  waste  continues  to  be  subject  to  other  LDR 
requirements  (e.g.,  registration  and  notification).  If  a  variance  to  a  treatment  requirement  is 
obtained,  it  must  be  documented  on  the  LDR  Notification  Form. 


Phase-In  of  the  LDR  Program 

The  LDR  program  is  phased-in  between  January  1,  2007  and  December  31,  2009  to  assist 
hazardous  waste  generators  and  the  waste  management  industry  transition  to  the  LDR 
requirements. 

•  As  of  January  1,  2007  generators  are  required  to  begin  providing  additional  information 
related  to  the  LDR  program  as  part  of  their  waste  registration  requirements. 

•  As  of  August  31,  2007  wastes  listed  in  Schedules  10,  11,  12  and  13  of  Reg.  347  become 
subject  to  LDR  requirements  including  updating  the  registration  of  these  wastes. 
Schedule  6  (only  for  regulated  constituents  listed  in  Schedule  13)  as  it  applies  to  alternate 
treatment  standards  for  soils  also  came  into  effect  on  this  date. 

•  Wastes  listed  exclusively  in  Schedules  1,  2  Part  A,  2  Part  B,  3,  5  of  Reg.  347  must  meet 
the  land  disposal  treatment  requirements  as  of  December  31,  2009  (Schedules  10  to  13 
become  redundant  after  this  date). 

•  Mixed  hazardous  waste  which  includes  mixtures  of  hazardous  wastes  having  both  a 
hazardous  characterization  that  is  found  in  Schedules  10  through  13  of  Reg.  347  and  a 
hazardous  characterization  that  is  not  found  in  Schedules  10  through  13  (but  found  in 
Schedules  1,  2  Part  A,  2  Part  B,  3  and  5)  of  Reg.  347  must  meet  the  land  disposal 
treatment  requirements  as  of  December  31,  2009. 

•  All  characteristic  wastes  that  are  treated  so  they  are  no  longer  hazardous  need  to  meet  the 
Schedule  6  treatment  standards  as  of  December  31,  2009. 

A  separate  Ministry  fact  sheet  -  Phase-in  Dates  of  Land  Disposal  Restrictions  Requirements,  is 
available  to  provide  further  details  on  the  phase-in  of  the  LDR  program. 


This  guide  is  for  informational  purposes  only  and  is  not  intended  to  provide  specific  advice  or 
recommendations  in  any  circumstances.  Moreover,  this  guide  is  not,  and  should  not  be  construed 
as,  legal  advice.  Please  review  Part  V  of  the  Environmental  Protection  Act  and  Regulation  347 
(General  -  Waste  Management)  and,  if  you  have  any  questions  about  the  application  or 
interpretation  of  these  regulations  or  have  other  legal  questions,  you  should  consult  a  lawyer. 

For  more  information  contact: 

Waste  Management  Policy  Branch 

Ministry  of  the  Environment 

135  St.  Clair  Avenue  West,  7th  Floor 

Toronto,  ON  M4V  1P5 

Tel:  (416)  325-4440 

Fax:  (416)  325-4437 

Web:  www.ontario.ca/environment 


